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12 May 1961 


MEMORANDUM FOR: Chief, Document Division 
THROUGH : Chief, Control Branch 

SUBJECT : Cost per page Reproduced on the Xerox 914 


m 


_ t f tUdy C0Verlng the Period from July i960 to January 1961 

^f al l mges reproduced, monthly rental, excess copies over 
he 2,000 per month allowed, drum replacement, paper and supplies 
have shown that it has cost approximately -053^ for each page copied. 


above 


2. The following figures were used to arrive at the cost mentioned 


Item 


Cost 




Supplies (toner, developer, tegs & cotton) 
Rent 


Excess copy charge 
Drum replacement 
Paper 


697.25 

661.54 

3,490.24 

378.08 

671.85 
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Total cost for the period 
Total pages reproduced 110,124 


$5,898.96 
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3. The representatives of the Haloid Corporation have advised 
that the cost per copy is about .04 3/4^ if the user is able to obtain 
at least 20,000 copies from each drum installed. The Processing 
Section used five drums and averaged 27,531 copies per drum over the 
seven month period. 
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Chief, Processing Section 

Ufiy, J flu 
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